Lapp Station Post 
Performance Characteristics 
Are Permanent 

If you're one of the engineers who has re¬ 
signed himself to the fact that there'll al¬ 
ways be trouble with insulators after they 
get just so old, you owe it to yourself to 
study the story of the Lapp Post design. 
There's nothing about this insulator to 
deteriorate! We'll stake a reputation of 
which we have reason to be pretty proud 
on the statement that Lapp Station Posts 
installed this year will be doing their job 
20 years from now—that they will not run 
you into trouble involving puncture, crack¬ 
ing, fragility under impact or power arc- 
over, radio interference. 
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